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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D.C. 20505 21 ~ 


Deputy Director for National Foreign Assessment 


NFAC 007-82 
4 January 1982 


MEMORANDUM FOR: National Foreign Intelligence Board Representatives 


FROM: ] eahG 


Special Assistant for Nuclear Proliferation 
Intelligence 
SUBJECT: Meeting on Draft Concept and Terms of Reference 


for Interagency Intelligence Memorandum (IIM): 
"The IAEA Nuclear Safeguards System: Political 
and Technical Problems" 


The meeting on the subject draft has been rescheduled 


from 12 January 1982 to 14 January 1982 at 1330 hours in Room 7E32 


CIA Headquarters. 25X1 


25X1 


SECRET 
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